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1. INDICATIONS ARE THAT BOTH ERP AND MONTONERO TERRORIST 
ACTIVITIES WILL INCREASE SUBSTANTIALLY IN THE NEAR TIME 
FRAME. TRADITIONALLY, THE ERP "22 AUGUST" FACTION CELEBRATES 
THE ANNIVERSARY OF THE AUG 22, 1972, TRELEW JAIL OUTBREAK WITH 
SPECTACULAR TERRORIST ACTIVITIES, AND EVENTS OF THE WEEK, NOTED 
BELOW, INDICATE THAT THIS YEAR WILL WITNESS MORE OF THE SAME. 

2. AS REPORTED BY DAO IR 6 804 0534 75 A GROUP OF 

TERRORISTS KILLED AN ARMY OFFICER AND CARRIED OFF A 
SUBSTANTIAL NUMBER OF WEAPONS DURING AN AUG 18 OPERATION 
IN BUENOS AIRES. j_ _ THE ATTACKERS LEFT A 

COMMUNIQUE NOTING THAT THE ATTACK WAS A JOINT OPERATION 
OF THE ERP AND MONTONEROS AND WAS THE BEGINNING OF AN 
OFFENSIVE AGAINST MILITARY AND SECURITY FORCES ■ \ 

MIDDAY AUG 20 AN UNIDENTIFIED GROUP OF TERROR I S T^ATTACKED 
A POLICE STATION AND OTHER PUBLIC OFFICES AT SAN MARTIN 
PLAZA IN MID-TOWN OF CORDOBA. RADIO ACCOUNTS STATE 
SIX PERSONS WERE WOUNDED AND TWO POLICE OFFICIAL 
KILLED. NO FURTHER DETAILS ARE AVAILABLE AT THE 
TIME OF THE PREPARATION OF THIS REPORT. 

3. ACCORDING TO AUG 20 PRESS, THIRTEEN MEMBERS OF 
CHAMBER OF DEPUTIES HAVE BEEN THREATENED WITH DEATH 
BY ERP. THE DEPUTIES, REPRESENTING VARIOUS POLITICAL 
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PARTIES, HAVE REPORTEDLY BEEN PROVIDED ADDITIONAL 
POLICE GUARDS. PRESS ALSO REPORTS CONCERN OF GOA 
SECURITY FORCES THAT WIDESPREAD TERRORIST ACTIVITIES 
WILL TAKE PLACE THIS COMING WEEKEND. 

4. IN VIEW ABOVE, SECURITY WATCH COMMITTEE HAS 
RECOMMENDED ADDITIONAL SECURITY MEASURES TO ASSURE 
LOWEST POSSIBLE POSTURE FOR MISSION PERSONNEL DURING 
NEXT FEW DAYS. 
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NOTE BY OC/T: C A U T I O N THIS MESSAGE APPEARS TO CONTAIN 

SENSITIVE INTELLIGENCE INFORMATION. 
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